Howard CCD rocker showing $20, $10, and $5 coin holders and the overlap of the 

$10 coin holder, the two diagonal slot gauges and the swinging arm turned into 
the counterweight side of fulcrum. 

Howard Counterfeit Coin Detector rocker of 1849 showing the swinging arm with 

$2^ and $1 gold coin holders covering much of the two of three coin holders on 
the balance beam. 

Side view of Howard CCD rocker showing the balance beam with its attached 
counterweight, the swinging arm and the base. 

Allender Counterfeit Coin Detector rocker of 1850 showing coin holders on each 
side of fulcrum and the separate weight to be used for testing the two larger 
gold coins. 

Meyer Counterfeit Coin Detector rocker of 1850 showing the swinging arm with 

$2h and $1 gold coin holders over the top of both the other swinging arm and 

the balance beam coin holders. 

Meyer CCD rocker showing the swinging arm with the $5 coin holder on top of balance 
beam and with the other swinging arm turned to the counterweight side of the 
fulcrum. 

Meyer CCD rocker showing the $20 and $10 coin holders and with both swinging 
arms turned over to the counterweight side of the fulcrum. 

Side view of Meyer CCD rocker showing the balance beam with its two attached 
swinging arms, its counterweight and base. 
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Meyer Counterfeit Coin Detector rocker of 1850 showing the swinging arm with 
$2% and $1 gold coin holders over the top of both the other swinging arm and 
the balance beam coin holders. 



Meyer CCD rocker showing the swinging arm with the $5 coin holder on top of balance 
beam and with the other swinging arm turned to the counterweight side of the 
fulcrum. 




Meyer CCD rocker showing the $20 and $10 coin holders and with both swinging 
arms turned over to the counterweight side of the fulcrum. 



Side view of Meyer CCD rocker showing the balance beam with its two attached 
swinging arms, its counterweight and base. 









Howard CCD rocker showing $20, $10, and $5 coin holders and the overlap of the 

$10 coin holder, the two diagonal slot gauges and the swinging arm turned into 
the counterweight side of fulcrum. 



Howard Counterfeit Coin Detector rocker of 1849 showing the swinging arm with 
$2h and $1 gold coin holders covering much of the two of three corn holders on 
the balance beam. 



Side view of Howard CCD rocker showing the balance beam with its 
counterweight, the swinging arm and the base. 


attached 





Allender01color.tif 


howard01color.tif 


howard02color.tif 




Meyers03color.tif Moore01color.tif Moore02color.tif 

























Allender Counterfeit Coin Detector rocker of 1850 showing coin holders 
side of fulcrum and the separate weight to be used for testing the two 
gold coins. 
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Allender Counterfeit Coin Detector rocker of 1850 showing coin holders 
side of fulcrum and the separate weight to be used for testing the two 
gold coins. 


on each 
larger 




